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Halogenscheinwerfer 


Basen Glühlampe 6 V/2,4 W 10 Lux 
« Klarglasoptik mit integriertem Reflektor 
« Kunststoffgehäuse 
« Neigungswinkel frei einstellbar 
« für alle gängigen Gabeln geeignet 
« mit schwarz lackiertem Halter 
° mit deutschem Prüfzeichen 


# 190 413 00 ohne Schalter 
# 190 414 00 mit Kabel und Schalter für 
Nabendynamo 


VE = 50 Stück 


LED Mini-Scheinwerfer 
Super Plus “LS 200 


+ aufladbar 

« inkl. USB-Ladekabel 

° 20LUX 

« mit deutschem Prüfzeichen 


#190 36401 weiss / auf Blisterkarte! 
#190 365 01 schwarz / auf Blisterkarte! 


VE = 6/48 Stück 


LED Mini-Light Super Plus "LS 200 


« rechargeable 

« incl. USB-Cable 

° 20LUX 

« with German homologation 


#190 36401 white / on Blistercard! 
#190 365 01 black / on Blistercard! 


Unit = 6/48 pieces 


Halogen head lamp 


bulb 6 V/2.4 W 10 lux 

clear glass lens with integrated reflector 
« plastic housing 
« fully adjustable tilt angle 
« suitable for all currently available forks 
« with black varnished bracket 
« with German homologation 


# 190 413 00 without a switch 
# 190 414 00 with cable and switch 
for hub dynamo 


Unit = 50 pieces 


LED-Lampe 20 Lux 


« LED-Batterieleuchte, 1 x 1 Watt LED, 2 Helligkeitsstufen 


« mit deutschem Prüfzeichen 
+ inkl. Batterien 3 x AAA 


#190 40101  VE=6 Stück 


LED-Lamp 20 Lux 


« LED battery amp, 1x 1 watt LED, 2 light levels 


« with German homologation 
« batteries included. 


#190 40101 Unit = 6 pieces 
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